WELLOCT POSITIVE 
Self Gripping Pliers 


with a New Phenomenal Principle of Design 


The WELLOCT principle provides self gripping with NON-SLIP 
action and vise type grip, requiring very little hand pressure. 
Slight opening or closing of the jaws is all that is required for 
adjustment. 


The WELLOCT patented adjustment feature gives extra strength 
to the tool, making it decidedly stronger than any tool of similar 
jaw movement on the market, yet offering a simple adjustment 
and free movement of the jaws. Mechanics acclaim WELLOCT 
Tools to be a progressive step in efficiency and ease of operation. 
All WELLOCT tools are forged from Chrome Nickel Alloy Steel 
and are hardened and tempered by the latest scientific methods, 
assuring constant uniformity and_ durability. Fully guaranteed 
against defects in workmanship and material. 


Combination Pliers 







Order No. (216-6”) (218-8”) (210-10”) 


Diagonal Cutting Pliers 


Order No. (616-6") (617-1) ~ 


Pipe Plier 


Order No. 290—9” Length. 


General Purpose and Pump Nut Pliers 





Order No. 200—9!4” Length. 


Battery Plier 
Order No. 207—7” Length. 
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